Brief comment text:

The use of the 900 mhz range with services like meshtastic are a large and growing community and this proposal would negatively impact it. 

The 900 MHz band is a critical piece of spectrum used for various applications, including industrial, scientific, and medical (ISM) purposes, as well as amateur radio. It’s a unique band that supports a wide array of technologies, from garage door openers and baby monitors to more advanced uses like Meshtastic’s decentralized communication networks.

Meshtastic leverages LoRa (Long Range) technology to facilitate long-distance communication without relying on centralized infrastructure. This capability is especially valuable in remote areas where traditional communication networks are either unavailable or unreliable. The proposal by NextNav threatens to disrupt this delicate balance by reallocating portions of the 900 MHz band, which could severely impact these unlicensed applications.

Please consider the ramifications that this could do to the already strong and growing community that would be impacted by this. 
